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JANUARY 21 (legislative day, JANUARY 10), 1952.—Ordered to be printed 
; ] 


Mr. McCarran, from the Committee on the Judiciary, submitted 


the following 


REPORT 
{To accompany H. R. 4228 


The Committee on the Judiciary, to which was referred the bill 
(H. R. 4228) for the relief of Mrs. Lorene M. Williams, having con- 
sidered the same, reports favorably thereon without amendment 
and recommends that the bill do pass 


PURPOSE 


The purpose of this bill is to pay the sum of $6,225.50 to Mrs 
Lorene M. Williams, New Egypt, N. J., in full settlement of all 
claims arising out of injuries she sustained in Nuremberg, Germany, 
on May 26, 1949, when the Army bus in which she was riding as a 
passenger was struck by a railroad train 


STATEMENT 


On May 26, 1949, at about 11:05 p. m., cla 
Set. (le) Herman C. Williams, were the only 
States Army bus which was being operated 
emplovee of the United States Army when it 
train. Investigation of the accident re 
failed to stop before proceeding to cross the ra Ire 
such failure was in violation of his orders The 
marked and the bus driver was familiar with t] 
his own admission. 

As a result of the injuries sustained in th 
hospitalized for more than 3 months. He1 
Army medical officers as follows: 

1. Fracture, simple, comminuted, intertrochan 
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2. Wound, lacerated, anterior neck, acute, severe, with severance of 
extensor jugular vein. 

3. Wound, abraded, multiple, face, acute, moderate. 

+. Wound, lacerated, fifth finger, acute, severe, with severance of 
extensor tendon. 

Other medical officers of the Army have stated that claimant’s 
partial permanent disability is estimated to be 20 to 25 percent and 
that she has been substantially disfigured. Also, there appeared to be 
a paralysis of a peripheral type following injury to the left hypo- 
glossal nerve. 

House Report No. 842, which is incorporated herein by reference, 
contains a reprint of the report of Department of the Army regarding 
this bill, wherein it is stated that the evidence in this case clearly 
establishes that this accident and the resulting injury of Mrs. Williams 
were not caused by any fault or negligence on her part, but were 
cause ad by the negligence of the driver of the Army bus in which she 
was riding as a passenger in that, in violation of his orders, he entered 
upon a railws ay crossing without stopping, and failed to take the proper 
precautions to see whether any train was approaching. Thereupon, 
the Department of the Army recommended enactment of this bill to 
compensate claimant for injuries and property damage sustained by 
her, the disfigurement and disability resulting from her injury, and 
the expenses she incurred. 

In view of the foregoing, the committee recommends favorable 
consideration of the bill (H. R. 4228). 
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